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3.    Immediately after the award of a contract  getail for bridge or other structural work, a complete set    rawin&8' of drawings in detail, including the strain sheet above mentioned"* shall be furnished by the contractor; the drawings to be made on the dull side of tracing linen and the size of each drawing to be 24 inches by 36 inches.    Blue prints of these drawings shall be submitted to the Chief Engineer of the railroad company for his approval before work is begun in the shop.
After approval of the drawings the contractor shall furnish the Chief Engineer with 3 sets of prints for temporary use during the progress of the work, and upon completion of the work the original tracings shall be permanently filed in the office of said Chief
Engineer.
WM. H. BROWN,
WM. A. PRATT,                         Chief Engineer.
Engineer of Bridges. January I, 1901.